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WASHINGTON  CATHEDRAL 
Mount  Saint  Albans,  Washington,  D.C. 

One  tenth  ot  a  mile  from  entrance  to  altar,  the  Cathedral  nave  was 
completed  in  1976.  Nearly  a  half  million  visitors  and  worshippers 
each  year  find  inspiration  in  its  majestic  proportions  and  its  > 
symbolic  message.  J 
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Worshippers  and  pilgrims  are  always  welcome  at  the  Cathedral 
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